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Message Text 


CONFIDENTIAL 

PAGE 01 NICOSI 02640 291341Z 

73 

ACTION OC-05 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO OCL-OO SY-05 /023 W 

009732 

R 291000Z AUG 75 
FM AMEMBASSY NICOSIA 
TO SECSTATE WASHDC 2249 
INFO AMEMBASSY ATHENS 
AMCONSUL FRANKFURT 

CONFIDENTIAL NICOSIA 2640 

DEPT FOR A/OC 

ATHENS FOR TSO/ATO 

FRANKFURT FOR RSS/RTC 

E. O. 11652: GDS 
TAGS: ASEC ACOM 

SUBJECT: SKYLINK INSTALLATION - NICOSIA 

REF: STATE 204405 

1. COST ESTIMATE FOR WOODEN DOOR PROPOSED IN REFTEL IS $390.00. 

2. TEMPLATE FOR USE IN ERECTING ANTENNA PAD HAS STILL NOT 
ARRIVED. PAD CONSTRUCTION CANNOT PROGRESS UNTIL TEMPLATE AVAIL- 
ABLE. LOCAL CONTRACTOR STATES HE CAN CONSTRUCT TEMPLATE LOCALLY 
AT A COST OF $197.12. TIME FRAME FOR CONSTRUCTION: ONE WEEK. 
CRAWFORD 


CONFIDENTIAL 
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Document Unique ID: 00 
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Errors: N/A 
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